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Standard Operating Procedure 
Setting up Donning & Doffing Tents 


Subject: Setting Up Donning and Doffing for Medical Shelter Sites 


1. Introduction 


The purpose of this Standard Operating Procedure (SOP) is to provide guidance to 
Medical Shelter Site Management on setting up Donning and Doffing Tents at 
Medical Shelter sites. 


Each facility should contain an area to suit up and don all necessary Personal 
Protective Equipment (PPE) and an area to remove or doff all contaminated PPE. 
Setup and maintenance should be coordinated with Infection Prevention Coordinator 
and the Clinical team. 


2. Procedures 
e Tent Setup 

o Locate the Donning/Doffing Tents directly next to the Intake Area. 

o Each individual donning full PPE should have a small bin to sanitize, store 
and reuse Face Shields and n95 masks. Bin should be clearly labeled with 
each individual's name 

o Shelving will be required for storing the bins. Arrange the shelving to be 
between the donning and doffing tents because that will offer simple 
access and allow for reduced contamination risk between the two zones. 

o Create and maintain stocked PPE Stations in the Donning area with: 

° N95 mask 
Surgical mask 
Gown 
Bouffant Cap 
Booties 
Gloves 


e Face shields 
o Setup Tables to be utilized while members are donning their PPE and a 
separate table with sanitizing wipes and disinfectant. 
o Hang instructions on how to Don and how to Doff in visible locations within 
the tents. 
o Include a trash can, biowaste container(s), and have the mobile hand 
washing station nearby. 


e Extreme Weather Preparedness 
o Extreme weather may arise. If your Donning & Doffing area is outdoors, it 
is recommended to add the canvas sides to the canopies if they are 
available. If the sides are not available, use packing wrap to create sides to 
the canopies and protect the bins and PPE from the elements. 
o Bungee straps can be used to strap down the bins and PPE in Donning 
area. 
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